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ACTION EB-03 

INFO OCT-01 SS-14 ISO-OO INR-05 CIAE-00 NSC-05 NSCE-00 

/028 W 

071574 

R021455Z APR 75 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 8620 

CONFIDENTIAL LAGOS 3010 

LIMDIS 

E.O. 11652: XGDS 

TAGS: ENRG, BEXP, NI 

SUBJECT: GE LOSES POWER PLANT BID 

REF: LAGOS 2981 

1. ACCORDING GE REP, NEPA GENERAL MANAGER GAVE AS ADDITIONAL 
REASON FOR SELECTING BROWN BOVERI OVER GE LATTER'S "UNETHICAL 
BEHAVIOR." 

2. ASKED WHAT THIS MEANS, GE REP TOLD EMBOFF THAT GE HAD 
UNFORTUNATELY FLOATED ANONYMOUS LETTER WHICH QUESTIONED 
GOOD FAITH OF NEPA MANAGEMENT AND LATER INADVERTENTLY SENT 
NEPA SIGNED LETTER WHICH WAS TYPED ON SAME MACHINE AND 
CONTAINED AN IDENTICAL PARAGRAPH. 

3. FOREGOING FOR DEPARTMENT'S INFORMATION ONLY. DISCLOSURE 
TO GE MANAGEMENT WOULD BETRAY CONFIDENCE OF GE REP. 
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